Wmi 


Legend 


AmeriGan  Tunnel 


Gold  King  Tramway 
Stream/Greek 
Current  Owner 


Hennls,  Todd  C. 

Salem  Minersls,  Inc. 
San  Juan  Corporation 


Ownership  Map 

Upper  Animas  Mining  District 

San  Juan  Gounty,  Colorado 
May  2011 


Piide  of  Bonita  Mine 


Gold  King  Mi 
#7  Level 


